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JOHN HANCOCK TOWER/HANCOCK PLACE 


Scheduled for completion in 1973, the 60-story John 
Hancock Tower will be a unique rhomboid enclosed 
in metal and glass. Hancock Place will include the 
Tower, an 1,850-car parking garage, a pavilion facil- 
ity, landscaped plaza and the Company's present 
26-story Home Office building. 


A poster color painting by Robert E. Schwartz 
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